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E.O. 11652: GDS 
TAGS: TECH 

SUBJECT: NUCLEAR SUPPLIERS CONFERENCE 
REF: STATE 103040 

1. DE NAZELLE INFORMED OF CONTENTS REFTEL. HE WAS 
NOT AWARE THAT THE USG WISHED TO MEET BILATERALLY 
WITH THE FRENCH IN PREPARATION FOR THE JUNE 18 
SUPPLIERS MEETING. HOWEVER, HE EMPHASIZED THAT HE 
WAS NOT AGAINST SUCH A MEETING IN PRINCIPLE PROVIDED 
IT WAS INFORMAL LIKE THE OTHER BILATERALS. HE ASKED 
TO BE INFORMED AS SOON AS POSSIBLE WHEN THE USG WISHED 
TO HOLD THE PREPARATORY BILATERALS. 
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